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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 029025 
ORIGIN SY-05 

INFO OCT-01 ISO-OO /006 R 

DRAFTED BY A/SY/OPS/T: W GTT,I.TAM:TF,A 
APPROVED BY A/SY/OPS/T: D G FISCHER, CHIEF 
DESIRED DISTRIBUTION 
SY/FO/AF 

091908Z 110431/44 

R 091437Z FEB 77 
FM SECSTATE WASHDC 
TO AMEMBASSY KUALA LUMPUR 
INFO AMEMBASSY BANGKOK 
AMCONSUL HONG KONG 

CONFIDENTIAL STATE 029025 

KUALA LUMPUR RSO; BANGKOK TSO; HONG KONG RTC FROM A/SY/OPS/T 
E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: FRISKEM WALK-THRU METAL DETECTOR 

REF: KUALA LUMPUR 0678 

1 . REPLACEMENT PS4 DC POWER SUPPLY BE POUCHED ON OR ABOUT 
9 FEBRUARY. 

2. PREVIOUS PS4 FAILURE REPORTED BY INFINETICS TO BE DUE 

TO LOOSE CONNECTION IN THE CIRCUITRY ON THE PRINTED CIRCUIT 
BOARD CAUSED BY COLD SOLDER JOINT. 

VANCE 


CONFIDENTIAL 
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